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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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DIMENSIONS FOR 

MODULAR UNITS FOR MACHINE TOOL 

CONSTRUCTION— WING BASES FOR SLIDE UNITS 



1. Scope — Specifies certain dimensions relating to the interchangeability of wing bases for slide 
units used in special purpose machines constructed from modular units. 

2. Nominal Size 

2.1 The nominal size of wing bases for slide units shall be given by nominal width of the saddle on 
the related slide units (see IS : 9722-1981 Dimensions for modular units for machines tool 
construction — slide units ) 

2.2 The wing bases for slide units shall have the following six sizes: 

250, 320, 400, 500, 630 and 800 mm 

3. Dimensions 



DOWEL HOLES TAPER 2Vo min. 

^FOR FORM A ONLY 




180*0.2 150 
270*0.2 J_ 



Note — See also 4.1. 



All dimensions in millimetres. 
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320 
400 
500 
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340 
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465 
545 
645 
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520 
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1 300 
1 500 
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1 750 
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Note — Dimensions within brackets refer to h = 560. 
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4. Location of Wing Bases 

4.1 Wing bases for slide units shall be located on centre bases by means of either of the following 
two forms: 

Form A For locating wing bases for slide units on centre bases with dowels and tenons. 

Form B For locating wing bases for slide units on centre bases with tenons (preferred). 

4.2 If dowels are used, the dowel holes shall be midway between upper pair of fixing bolts 
irrespective of which bolting pattern is employed (see figure under 3) and dowel pin shall be 
perpendicular to joint face. 

4.3 The location of wing bases for slide units on centre bases for Form A and Form B (see 4.1) shall 
be as shown below : 

Form A Location of wing bases for slide units with dowels and tenons. 

iTRE BASE DOWEL PIN TENONS 





Form B Location for wrng bases for slide units with tenons. 





TENONS 




ALTERNATIVE METHOD WITH ADJUSTABLE 
BLOCK 
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EXPLANATORY NOTE 

In preparation of this standard, assistance has been derived from the following standards: 

ISO 2769-1973 (E) 'Modular units for machine tool construction— Wing base for slide units' 
issued by International Organization for Standardization (ISO). 

DIN 69523-1979 'Machine tools, modular units, wing bases for slide units, constructional sizes' 
Issued by the Deutsches Institut fur Normung (DIN). 
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AMENDMENT NO. 1 MARCH 1987 

TO 

IS: 10576-1983 DIMENSIONS FOR MODULAR UNITS FOR 
MACHINE TOOL CONSTRUCTION - WING BASES FOR 
SLIDE UNITS 



(P age 1, clause 3, tabular matter , col 'h*) 
Substitute '(5601 '560 

for or 
630' 630' 

(Fage 1, Note under tabular matter ) - Delete. 

(EDC 11) 

Reprography Unit, ISI, New Delhi, India 



